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density than those due at the condensing point to the temperature : and yet it does not collapse: but on the contrary is quite ready to rise in volume to the gaseous state on any retirement of the insistent bar of gas; such retirement being however unaccompanied by any reduction of the gaseous pressure.
Ordinates represent -density
Fig. 7.
Memo written at Largs, Dec. 31, i860.—Be careful to recollect that throughout this diagram, the pressure as contemplated in Dr Andrews's Experiments and in my wooden curve surfaces * would be CONSTANT. It is the abutting push that varies here in descending from the gas into the liquid.
Now further we can see how raising temperature and pressure jointly we arrive (under the present theory or hypothesis) at a critical point:—that which Dr Andrews has found experiment-ally:-
* [See figures from photographs, p. 277.]